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4 September 1 959 



M L MORAN DO W FOR t Mr, ©, J* Cliotoc, NIS Committee 

v ' : '• * Department Motete e-i-' “■* 

SUBJECT: frcpoMll rtUtivt to aa>«b|W I>et hw> M • 

■ , . • •• #• vs> '■■■■■■ 


1. The subject proposal* ti MtUaed la yo nr 2$ January 1959 
memo random -were examined In detail, primarily Hl p *c t to ai« 

of * Section fe€ feuppleirent for the met* 1 ndnetr tel Leed acet-blec countries, 
at * 1 September meeting of the aihoe committee MttttMwit M Ht& 
Committee meeting No. 2%5. TheWeven partfc ipemte represented 

State, ACW AT CBS', and OBI, J ' ' v 

2. ft hat been reported to me there' «l» general agreement that 
; aeUys in completing State eegmaat* has resulted far tome tiw* 

it, uu unacceptable situation is production of non-bloc Sections 44, 

There was co kidlcation of present prospect for improvement Is this 
•Jtuatiorw fti view of three cireumetaiiee* the Defense ttatrilHSori 
agreed that modif Station te the entstisg format and psfedzction arrange- 
ment* far non-bloc Sections 44 eeuM facilitate the production of their 
contribution* and expedite the availability to esersof the specialised 
uecUon 44 topics for which these Defense ageactfee Ore responsible, 

* --f • ■ 1 ■» ; ^ 'V-; r .. q/f-*.' « 

3. It is evident that the propoeed (Reseat treatment for 
industrialized countries would fee ef t major Change in eaietisg 

a r ran gen oat s ant that agreement in principle t# this change requires 
certain Arm understanding*. A principal ©bjectivamnst he mai n tena nc e 
of the fund* cental principle that the Ntt provider users with coordinated 
and i ntegra t ed basic intelligence. In my view it wwU fee reasonable, 
under existing circtnrr stance* , for the Jtl» Coeetn ltts edfe accept in 
principle the proposed nse of « Hyptee at to Section* fee, par 2b or so 
of the mere industrialised non-bloc countries, provided; 
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M UffStS t« 

oasasfi a «4‘ 


srtrjr a 




a. 3t»t«, with tie benefit of the •« 3 flomi«* t» eitott 

'whtoh have been forfeit for the proposed procednree, 

•••urea ite ability to produce on echo dale at tho eommtt- 
scant rato e>£ tie Section* *4 per ye*** which al thee# 
would be on area* considered to require supplement 
treatment would he jolnfly determined to advmace to term* 

of requirement* and production capabtiitie*. 

* ■ • , /., -•■ c r?i-' ■) 

b. During the pbaae of Iran* it ion to thi« new approach, 
all ee omenta of beetles* *4 scheduled for production el 
•upplement fea*i* ia a given year nill he *abmitted to OBI 

within the *paa of that year. In *ab**que*t ***J*J**J*®* # * 
section* *f a publish** *eppl*went ewdd he, itfeject to 
normal N 13 Commit!** approval of echedallng* ln 44 »teJ? • 
produced and pobltohedi ^ 

e , Proposed change* la th* oaiittag eattIM to* eevorago 
of manufacturing for the mere tede.triali*ed tentrtM • eed^ 
procedures far all pha.ee of productloa and proco»aiag. 
ho developed ia detail and Joiatly agreed to 
on a *t»pjdetoent ‘baei* ia Initialed, Ame ng th* co a*ideria^ 
to be provided for will ba ai* wane* of adwjeetsdy romprehea- 
•too treatment in individual Defonae agency for 

a *«ptie»e«t. ami emtabie and adequately coerdtoated 
(Taction *4 "ovef*view** contrfouttoa* by State, including 
proviaioa frr those ca*ee where certain topic, nay he deemed 
Sot to require treatment to individual supplement eection*. 

4. 1 luucit that at this time you, in collaboration with the Defonea 

_«u.. . 4>uiU4 inn. ^pr.pcd —<»« — 

...» tor »~=tio« l* U* <*U m|. ^ * 

wh»k i» r«pu»4 <« * r‘~ »--- 

d hoe committee can then be reconvened to Jotorty coe*ider th**e r^«m 
lendatioa* and any suggested modification, to procodnroe. for report to 

Hf MS COHftEB itt #9 e 
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uUBJCCI': Proposal * to non -A oc Section* 04 : - e F 1 


5. la forwarding these com meat# to you, *»y rsspoasi viliiie* a# 

Coordinator of the HIS Program require me to stress the fundamental 
importanc* of a^Ummg HIS Standards of substantive quality a*d 
coordination, the fact that the proposed coarse of actum essentially 
lS m response to regrettable eaistmg circumstances, and the contmuiag 
requires! ent within State to improve the present situation through more 
adequate staffing and utilization of etalf for HIS production ths 
important field of economic intelligence. 


25X1 A9A 

Chairman, HIS Committee 


C* C* ^ £?* 

.Mr, J. A* Minogoe, Army HIS Committee Member 
Capt. T, hi. Peterson, Havy HIS Committee Member 
t. Col, U, K, Avery, Air Force HIS Commlttsa Member 
Col, L» M, Mart, Joint Staff Advisory Member t© Nls Committee 
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